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it be necessary to use them for the best interest of their patients. The
dentists shall have the same relationship with the hospital as the practic-
ing physician.
B. Facilities
There should be standardized equipment for the diagnosis and treat-
ment of diseases of the teeth, performance of orthodontia, and rehabilita-
tion of defective teeth and oral surgery, including all necessary anes-
thetic and sterilization equipment.
VIII PHYSICAL OR PHYSIO-THERAPY
Physical or physio-therapy, if afforded as a service of the hospital,
shall be under medical direction, and administered by persons properly
qualified in the field of physical or physio-therapy; and adequate space
and equipment shall be provided for physical or physio-therapy.
IX OCCUPATIONAL THERAPY
Occupational therapy, if afforded as a service of the hospital, shall
be under medical direction, and administered by properly qualified oc-
cupational therapists, and adequate space and equipment shall be pro-
vided for occupational therapy.
PART THREE: ADDITIONAL STANDARDS FOR INSTITUTIONS
RENDERING SPECIALIZED CARE
1. TUBERCULOSIS HOSPITALS
A. Organization
Each hospital shall have either on its resident or visiting staff at least
one tuberculosis specialist. In addition, arrangements shall be made to
secure consultant services in other fields of medicine and surgery when
conditions warrant such services.
The services of a dentist shall be provided regularly and as needed.
To operate a tuberculosis hospital the director of nurses shall have
had special instruction or two years experience in tuberculosis nursing.
Part 1 of these regulations shall be complied with insofar as applicable.
B. Prccedures
Each patient shall have a medical history taken and physical examina-
tion made by a physician within four days of admission.
All patients with expectoration shall have their sputum examined for
tubercle bacilli by direct smear on admission, and if the smears are
negative, more sensitive methods for detection of tubercle bacilli (con-
centration tests, cultures or guinea pig inoculation) must be employed.
Sanatoria with less than 50 beds may arrange to have an outside labora-
tory perform these tests. All patients who are arising, with the exception
of progressive far-advanced cases, should have their sputum examined
at least once a month.
All patients shall have a chest roentgenogram on admission and as
often thereafter as is necessary to detect changes in the pulmonary


